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SUBJECT: Change Proposal LAC-84, Battery Cap Pressure Tester 
TOs Contracting Officer 

The WSPO has reviewed subject Change Proposal and desires 
its adoption as an item of Ground Support Equipment. The WSFO 
desires seven items for SAC and three for ARDC with instructions 


for use included with each part. 


Request the contractor be formally notified of the WSPO 


decision. 
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